ETag: "1aee8559797d52b8772556c601db73ef"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 4346
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.6
x-archive-meta-case-cause: 29:1132 E.R.I.S.A.-Employee Benefits
x-archive-meta-case-name: Finkel v. Alltek Security Systems Group, Inc.
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: nyed
x-archive-meta-docket-num: 1:10-cv-04887-DLI-VVP
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: Labor: E.R.I.S.A.
x-archive-meta-pacer-case-num: 310366
x-archive-queue-derive: 0
x-upload-date: 2011-10-15T05:55:41.000Z
